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CORRECTION 


MONTREAL / MAY 29, 1987 --- PLEASE NOTE: The following information should 
be added to the news release issued by Concordia University -- dated June 1, 1987 -- 
concerning Honorary Degree Recipient Peter M. McEntyre: "Mr. McEntyre served as a 
member of the Concordia University Board of Governors for nine years, from June 1974 


to June 1983." The corrected text should read as follows: 


Peter M. McEntyre 


A business executive and former Mayor of Westmount, Peter M. McEntyre is the 
Chairman of the Executive Committee of Canada Cement Lafarge Ltd. He is also 
Director and President of Ashburton Investment (1984) Ltd., and a member of the board 
of directors of numerous other companies including Serem Inc., International Atlantins 
Ltd., and Lafarge Coppée S.A. An accountant by profession, Peter M. McEntyre was 
educated at Bishop's College School and McGill University, and served as a naval officer 
during World War II. A native of Westmount, he was an alderman on city council and the 
commissioner of finance before being elected mayor in 1969. Mr. McEntyre also served 
on the Board of Governors of Concordia University for nine years, between 1974 and 
1983. Among his many other activities Mr. McEntyre currently serves as Chairman of the 


Boys' Club of Canada Endowment Fund Inc. 
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Media representatives requiring additional information should contact the Concordia 
University Public Relations Department at (514) 848-4880. 


